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.its  repori'"describes  the  image  data  on  military  vehicles 
at  3.2  mux  and  10 .6  4^  jw  eve  lengths  obtained  by  US  Army  Missile  Command 
(MICOM),  Redstone  Arsenal,  Alabama.  The  images  were  obtained  through 
the  use  of  uha  Hughes  Research  Laboratory  (URL)  mobile  images  scanning 
equipment. s  The  data  described  here  were  taken  during  June  7  through  11, 
1976  at  the' Ca,U  lornia  National  Guard  Armory  in  San  Diego,  California. 

A  detailed  description  of  the  image;  scanning  equipment:  and  the  method 
used  to  calibrate  the  equipment  is  found  in  the  report  entitled 
Millimeter  and  Infrared  Image  Scans  of  Military  Vehicles  [  1] .  An  index 
of  the  3.2  mm,  and  10.6  jim  image  data  tape  is  now  in  prostration  [2], 

This  index  wi,ll  present  a  brief  summary  of  the  equipment  and  will  give 
calibrated  histograms  of  the  images  and  a  sample  printout  of  each 
image.  / 


II. 


BACKGROUND 


" — 7  A  basic  research  program  was  established  in  December  1975  at 
MICOM  to  evaluate  the  submillimeter  wavelength  region  of  the  electro¬ 
magnetic  spectrum  for  possible  Army  duplications.  The  goal  of  this 
program  is  to  determine  if  an  all-wcatiher  capability  will  be  provided 
by  utilization  of  these  wavelengths.  Initial  emphasis  was  driven  by 
an  ASAP  summer  study  in  1974  by  Paul  W  Kruse  which  suggested  that  sub- 
millimeter  waves  could  provide  sufficient  resolution  and  inclement 
weather  penetration  to  allow  the  Army  1:0  acquire,  recognize,  and  direct 
conventional  weapons  fire  onto  hostile  targets,  such  as  tanks  and  other 
military  vehicles  L.3 The  1976  ASAP  summer  study  reviewed  the 
NtICQM  effort  [6]  .  J 


The  primary  reasons  for  selecting  this  wavelength  region  are  as 

fellows: 


J.)  Millimeter  and  centimeter  wavelengths  are  not  seriously 
degraded  by  inclement  weather  but  they  cannot  provide  sufficient  reso-' 
luCion  without  exceeding  the  restrictions  placed  on  antenna  size  by 
operational  ays terns. 

2V  Optical  and  infrared  wavelengths  can  provide  the  required 
resolution  hut  propagation  of  these  wavelengths  in  inclement  weather 
is  poor. 

3)  Sub rail lima ter  wavelengths  can  be  used  with  system-compatible 

antenna  sizes  to  provide  a  narrow  beam  which  will  minimize  the  problem 
of  clutter  returns  and  will  provide  enough  resolution  to  provide  accurate 
target  location,  size  discrimination,  and  shape  recognition  capability. 
Clear  air  attenuation  is  expected  to  be  high,  but  inclement  weather 
effects  should  not  seriously  degrade  the  beam. 


Critical  data  inadequacies  exist  in  the  area  of  propagation.  There 
is  no  experimental  data  on  scattering.  Measurements  of  absorption  in 
clear  air  are  limited  and  do  not  include  detailed  meteorological  mea¬ 
surements.  Observed  fluctuations  in  attenuation  are  not  explained. 

The  theories  on  clear  air  absorption  do  not  work  well  in  the  atmospheric 
windows.  The  data  base  for  extinction  in  rains  snow,  and  fog  is  very 
limited.  A  bibliography  to  provide  an  introduction  to  the  field  of 
submilliraeter  propagation  is  available  [7]. 

Currently,  a  program  is  underway  at  MICOM  to  obtain  a  statistically 
meaningful  data  base  for  submillimeter  propagation  in  the  atmospheric 
windows  around  0.75,  0.85,  and  1.3  inm  [8]. 

It  was  decided  that  th^  most  productive  technique  for  evaluating 
the  imaging  capability  at  these  wavelengths  was  not  to  build  an  imaging 
submillimeter  radar  but  rather  to  use  an  existing  3.2  mm  radar  at  ranges 
which  simulate  the  resolution  one  would  obtain  with  a  submillimeter 
wave  radar. 

In  addition  to  obtaining  the  simulated  ''uDmillimeter  data,  high 
resolution  images  were  obtained  at  3.2  mm  and  10.6  urn.  These  data  are 
now  available  in  digital  format.  The  high  resolution  data  allow  digi¬ 
tal  image  processing  to  be  used  to  study  the  effects  of  image  degrada¬ 
tion  and  image  enhancement. 

The  intensity  of  the  returned  signal  is  calibrated  with  respect 
to  the  return  from  a  polished  gold  sphere.  It  is  hoped  that  these  cali¬ 
brated  data  will  be  useful  to  system  designers.  These  calibrated  target 
signature  data  are  not  available  in  the  submil lime ter  wavelength  region; 
nor  are  data  available  on  optical  properties  of  materials  in  this  sub¬ 
millimeter  region.  A  program  is  beginning  at  MICOM  which  is  to  fill 
this  gap.  It  is  hoped  that  the  3.2-mra  and  10.6-pm  data  will  aid  in 
interpretation  and  evaluation  of  the  submillimeter  target  signature  and 
optical  constant  parameters. 

Figure  1  contains  a  photograph  of  the  equipment  in  the  upper  left 
corner.  The  location  on  the  various  components  is  given  in  the  drawing 
in  the  upper  right.  The  characteristics  of  the  three  subsystems  are 
shown  at  the  bottom  of  Figure  1.  It  should  be  noted  that  the  10. 6- pm 
system  is  not  diffraction  limited  nor  does  it  have  the  same  resolution 
as  the  3. 2-ton  system.  The  visible  data  obtained  in  these  experiments 
only  provide  coordinate  information. 

Wavelength  Resolution 

3.2  mm  10  cm 

10.6  pm  5  cm 

Visible  4  cm 

Figure  2  shows  the  targets  used  in  the  imaging  experiment.  The  targets 
are  located  at  the  50-ft  range  in  these  photographs. 
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The  actual  ranges  used  In  these  experiments  are  displayed  In 
Figure  3.  The  resolution  of  the  3. 2-nan  imaging  subsystem  is  giver. 

The  simulated  range  of  a  700-(am  imaging  system  with  a  1-m  aperture  is 
given  at  the  bottom  of  each  photograph.  Figure  4  contains  the  image 
obtained  during  a  run.  The  analog  signal  from  the  sensors  modulate 
the  Z-axis  of  a  scope.  The  scope  trace  exposed  the  polaroid  film.  The 
middle  column  contains  polaroid  photographs  of  image  data  displayed  on  a 
conographics  model  C9.  The  middle  photograph  on  the  right  is  a  polaroid 
photograph  taken  on-site.  The  other  two  photographs  in  the  right-hand 
column  were  formed  on  a  high  quality,  flying  spot  scanner  which  was 
matched  to  the  recording  film.  The  same  digital  image  data  were  used 
to  produce  all  of  these  displays.  Figure  5  is  another  print  from  the 
same  original  used  to  produce  Figure  4.  The  comparison  again  emphasizes 
the  effect  of  the  display  or  reproduction  process  and  the  difficulty 
in  providing  data  for  subjective  judgement.  Figure  6  coritains  two  more 
aspects  of  the  M48  tank.  The  10. 6- (am  system  has  speckle  averaging;  the 
3.2-nun  picture  does  not.  The  two  photographs  on  Figure  7  are  3.2-mm 
images  taken  at  100  ft  (a  simulated  range  of  0.7  km).  From  left-to- 
right,  the  objects  are  a  truck,  a  jeep,  and  a  tank.  A  corner  cube  is 
located  between  the  tank  and  the  jeep.  The  photograph  on  the  right  is 
a  3.2-nun  image  taken  at  200  ft  (a  simulated  range  of  2.1  km).  From  left 
to  right,  the  objects  are  a  truck,  a  tank,  and  a  gasoline  fuel  storage 
tank. 


Figure  8  contains  records  of  images  taken  at  the  various  ranges. 
Because  of  a  parallax  problem,  no  10.6-|atn  images  were  recorded  at  200 
and  400  ft.  The  fuel  storage  tank  is  visible  in  the  200-  and  400-ft 
images.  Figure  9  contains  records  of  image  data  on  three  different 
truck  types  (canvas  covered,  plywood  covered,  and  open  bed)  and  on 
two  jeep  types  (canvas  covered  and  open).  The  top  image  in  each  photo¬ 
graph  is  the  10.6-pm  image;  the  bottom  image  is  the  3.2-mn  image. 
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MICOM  6240 

Figure  9.  Quasi-real-time  display  of  trucks  and  jeeps. 
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